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PAGE 01 SANTO 03441 23II23Z 
ACTION SCS-06 

INFO OCT-OI ISO-00 ARA-14 /02I W 

027934 23II26Z/II 

PR222100ZJUN78 
FM AMEMBASSY SANTO DOMINGO 
TO VA WASHDC PRIORITY 
INFO SECSTATE WASHDC 5078 

UNCLAS SANTO DOMINGO 3441 

E.O. 1 1652: N/A 
TAGS: CFED 

SUBJECT: VA-SIDNEY FELDMAN C# II 432 668 

REE: SANTO DOMINGO 3256 AND VAH 15I6I0Z JUN 


1. ACCORDING TO PATIENT'S WIFE MR. FELDMAN READMITTED TO HOSPITAL 
JUNE 19 AND RELEASED JUNE 22 BUT IS ABLE TO TRAVEL. EMBASSY UNABLE 
TO SAY WHETHER CONDITION AMENABLE TO OUT-PATIENT TREATMENT. 


2. ATTENDING PHYSICIAN’S HISTORY OP MR. FELDMAN'S HOSPITALIZA- 
TION: ON JUNE 1, 1978 PATIENT ENTERED INTENSIVE CARE UNIT WITH A 
RETROEXTERNAL PAIN, PROFUSE PERSPIRATION AND ACUTE PALENESS. PAIN 
STARTED 12 HOURS BEFORE; AT THE BEGINNING PAIN SUBSIDED WITH 
SUBLINGUAL ISORDIL, BUT LATER ISORDIL LOST EFPECTIVENESS. THE 
PATIENT SUFFERED FROM ANXIETY AND COMPLAINED THAT THE PAIN DID 
NOT DECREASE. AFTER ENTERING INTENSIVE CARE HE REQUIRED MORPHINE 
AND DEMEROL ON TWO OCCASIONS TO CONTROL SEVERE PAIN. MEDICATION 
USED FOR THE BASIC TREATMENT WAS ASCRIPTIN, 1 TABLET 3 TIMES A DAY; 
PERSANTIN 75 MG. 1 TABLET EVERY 12 HOURS; ISORDIL 40 MG., 1 
TABLET 3 TIMES A DAY; VALIUM 5 GRAMS 3 TIMES A DAY, AND OXYGEN 5 
LITERS PER MINUTE. THE ELECTROCARDIOGRAM SHOWED NO CHANGE WHEN 
COMPARED TO THE LAST ONE TAKEN. CPK OF 1ST DAY; 49 UNITS (NORMAL 
IN A MAN OF 0 TO 60). CPK OF 2ND DAY; 10 UNITS, SGOT, 8 UNITS 
(NORMAL FROM 8 TO 40); GLYCAEMIA, 100 MG. THE REST OF HIS BIOLOGICAL 
TESTS WERE NORMAL. THE PATIENT'S PAIN DISAPPEARED AND ON 6TH DAY 
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OF HOSPITALIZATION HE WAS RELEASED WITH THE FOLLOWING TREATMENT; 
PERSANTIN, 75 MG., 2 TABLETS A DAY, ASCRIPTIN, 3 TABLETS A DAY, 
PROFANOL, 25 MG., 3 TIMES A DAY, ISORDIL, 40 MG. 3 TIMES 
A DAY AND SECONAL 1 TABLET AT BEDTIME. IN VIEW OF THE FREQUENCY 
AND INTENSITY OF THE ANGINOSE CRISIS SHOWN BY THE PATIENT AND 
THE WEAK RESPONSE TO THE TREATMENT PHYSICIAN RECOMMENDS A CORO- 
NARIOGRAPHY AS SOON AS POSSIBLE TO DETERMINE IE A BRIDGE AORTA- 
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CORONARY WOULD HELP. 
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